ETag: "924f3f72f0d99f5213b78846bf58ccb3"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 51425
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Senior Judge Sterling Johnson, Jr
x-archive-meta-case-cause: 18:1964 Racketeering (RICO) Act
x-archive-meta-case-name: United States of America v. Local 14 -14B of the International Union of  Operating Engineers
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: nyed
x-archive-meta-date-case-filed: 2008-07-25
x-archive-meta-date-case-terminated: 2008-08-11
x-archive-meta-date-last-filing: 2011-03-14
x-archive-meta-docket-num: 1:08-cv-03046
x-archive-meta-jurisdiction: U.S. Government Plaintiff
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 470 Racketeer/Corrupt Organization
x-archive-meta-pacer-case-num: 282846
x-archive-meta-referred-to: Magistrate Judge Joan M. Azrack
x-archive-queue-derive: 0
x-upload-date: 2012-06-20T00:25:37.000Z
